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TRANSLATIONS 
Statistical News of the Bulgarian Central Stetistical Administration, 
1958. 
About Those Who Are Against Peace 
Soviet Press Reports on the Eighth Mendeleyev Congress 
Chief Technical Planning Institutes in the USSR 


Relation Between Production and Consumption During First Five- 
Year Plan in China 


Sukarno's Notes for His Address on Total And Planned Development 
To The First Plenary Session of The Indonesian National Planning 
Council 


Economic And Cultural Statistics On Communist China Compiled By 
The State Statistical Bureau 


ne 


Basic Political Data on N. Korea 


Lessons From the History of the Indonesian Communist Party; 
Aidit's Speech on the Fortieth Anniversary of the Party 


Draft Versions of the Constitution, Bylaws, and Program of the 
Indonesian National Front 


Organization and Operations of the I. German State Security Service 
Lenin's Teachings on the Victory of Socialism and the Present Day 
Report on the Development of the Fast German Economy in 1960 
Fulfillment of the Bulgarian 1960 State Plan 

Czechoslovak Minister of Finance Discusses 1961 State Budget 
Survey Trip of Tsao-Chu in Kwangtung 
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79 Chinese Provincial Press Articles on Implenentation of Party 
Policies 


75C Chinese Communist Press Articles on Berlin Problem 


751 Selections from Soviet Military Theoretical Journal r 
"Voyennaya Mysl" No 6, 1959 


fo2 Handbook of Factories and Enterprises in North Korea 


753 Soviet Aubassador Chervonenko's Speech at Pei ying Rally Marking 
lich Anniversary of Cetober Revolution 


754 Rader Set for Interception and Firing RP-1, Operating Instructions 5 
Bool: II 


755 Intercept and Sighting Radar RP-1 » neference Menual 
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75° Spies From the Cosmos from "Sovetshkiy Patriot," 27 June 1962 
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Directory of the Academy of Medical Sciences USSR, 1958. 
The Militant Decision of the Third Plenum of the Central 


Committee of the Mongolian People's Revolutionary Party, 
(Editorial on Criticism of D. Tomorochir) 


po 
pO 


Text of "Le Monde's “Interview With Fidel Castro" 


Tables of Contents of Chinese Monographs of Finance, Statistics, 
Accounting, Communes, and East Asia Monsoon. 


ee tees! 


Translation of East German, Czechoslovak and Polish Political 
Documents; Polish-Czechoslovak Industrial Cooperation Report. 


Translation of Taiwan Yearbook Chapters on Overseas Chinese News- 
papers. 


The P-20 Radar - A Brief Technical Description, Part I, 
The P-20 Radar Technical Description, Part II - Indicators 
"White-Book" on Problems in the Yugoslav Economic System. 


"Yellow Book" on the Causes and Characteristics of Economic 
Movements in Yugoslavia in 1961-1962, 


Selected Articles on Local Assemblies and Official Responsibility 
in Outer Mongolia. 


Selected Translations on Crime and Law in the Mongolian People's 
Republic, 


S-E-C-R-E-T 
NOT RELEASABLE TO FOREIGN NATIONALS 


Approved For Release 2002/06/13 : CIA-RDP81-00706R000300060001-9 


25X6 


Number 


773 


774 


780 


Approved For Release 2002/06/13 : CIA-RDP81-00706R000300060001-9 


SECRET 
NOT RELEASABLE TO FOREIGN NATIONALS 
Title 


Selected Translations on Transition to Socialism and Role of 
Trade Unions in Building Socialism in Outer Mongolia, 


SSelected Translations on Local Party Organizations in the Mongolian 
People's Republic. 


1962 Peiping Telephone Directory 
Regional Geological Characteristics on the North China Basin, 
Cross-Bred Sea Island and Upload Cotton, 


Selections from ''T'u-Jang T'ung-Pao" (Soil Science Bulletin, 
No 1, 1963) 


Selections From T'u-Jang T'ung-Pao (Soil Science Bulletin 
No S, 1962) 


Articles on HNeilungkiang Party Activities, 
Articles on Spare-Time Education in Shanghai 
Translations From Tang Ti Sheng-huo (Party Life). 
US Policy Toward Asia and its Outlook, 

Che Guevara's Article on Guerrilla Warfare 
Developments in Construction in Communist China 


OQver-all Strengthening of Enterprise Control Through the Movement 
for Austerity and Higher Production 


Translations from Tang ti Chiao-yu (Party Education) 
Developments in Architecture in Communist China 
Translations from Chung-kuo Ch'ing-kung-yeh (Chinese Light Industry) 


Developments in Water Transport in Communist China, 
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Developments in the Communist Chima Textile Industry. 


Developments in Water Conservancy and Electric Power in 
Communist China. 


Developments in Agriculture in Communist China (Che-chiang 
Nung-yeh K'o-hsueh, 1963, No 3, 4)- 


Developments in Agriculture in Communist China (Chung-kyo 
Shu-mu Shou-i'', No 4, 1963). 


Developments in Forestry in Communist China (Chung-kuo 
Lin-yeh", No 4, 5 1963) 


Education in Communist China ("Chung-kuo Nung-yeh Chi-hsieh") 
No 4, 1963. 


Developments in Agricultural Machinery in Communist China 
(Nunge-yeh Chi-hsieh Chi-shu, 1963, No 5 and 6). 


Developments in Forestry in Communist China (Chung-kuo Lin- 
yeh, 1963, No 4 and 5). 


Developments in Electric Power in Communist China (Shui-1li 
Yu Tien-li, 1963, No 7}. 


Developments in Agriculture in Communist China (Shan-hsi 
Nung-yeh, 1963, No 3). 


Developments in Agricultural Machinery in Communist China 
(Nung-yeh Chi-hsieh Chi-shu, 1963, No 3). 


Developments in Agriculture in Communist China (Chung-kuo 
Nung-pao, 1963, No 6). 


Developments in Construction in Communist China (Chien-chu 
Ts'ai-liao Kung-yeh, 1963, No 13). 


Developments in Building Materials in Communist China (Chien- 
chu Ts'ai-liao Kung-yeh, 1963, No 14). 


Developments in Construction in Communist China (Chien-chu 
1963, No 11 and 12) 


Developments in Transportation in Communist China (Shui-yun, 
1963, No 6 and 7) 
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810 Handbook on Administrative Divisions of the People's 


Republic of China. 


811 Periodical Articles on the Chemical Industry in Communist 
China (Hua-hsueh Kung-yeh, 1963, No 12, 13, and 14). 


812 Periodical Articles on Electric Power in Communist China 
(Tien Shih-Chieh, 1963, No 8). 


813 Design for Nitrogen Fertilizer Plant in Communist China in 
Accordance With Local Conditions. 


814 Periodical Articles on Agriculture in Communist China 
(Chung-kuo Nung-pao, 1963, No 7) 


815 Belgian Author Gives Impressions of Recent Trip to China. 


816 Periodical Articles on Agriculture in Communist China (Fu- 
Chien Nung-yeh, 1963, No 2, and 3). 


817 Periodical Articles on Water Conservancy and Electric Power 
in Communist China (Shul-li yu Tien-li, 1963 No 11 and 14). 


818 Periodical Articles on Building Materials in Communist China 
(Chien-chu Ts'ai-liao Kung-yeh, 1963, No 15). 


819 Periodical Articles on Transportation in Communist China 
(Ch'i-ch'e, 1963, No 8). 


820 Periodical Articles on Electric Power in Communist China 
(Shui-li yu Tien-1li, 1963, No 15). 


821 Periodical Articles on Electrical Equipment in Communist 
China (Tien Shih-chieh, 1963, No 10). 


822 Selections from Chinese Communist Publication on Agricultural 
Science, 
823 Periodical Articles on Water Transport in Communist China 


(Shui-yun, 1963, No 8). 
824 Agricultural Machinery in Communist China. 


825 Periodical Articles on Water Transport in Communist China 
(Shui-yun, 1963, No 9). 


S-E-C-R-E-T 
Approved For Release 200s /G8! 1 3 : CARBS i 07 8sF%00300060001 -9 


